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APPROXIMATE LOCATION OF 
PROPOSED 2019 - 2020 DEPLOYMENTS 
AND 

"VOICI BERNADETTE" 
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LAT. 27° 23', LONG. 80° 02' 


N.O.A.A. MAP 11474 
10th Edition, Mar. 25, 2002 
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16000 ft. 

PLANE NAD-83 

N.O.A.A. MAP 11474 
10th Edition, Mar. 25, 2000 
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Long. 80° 00' 01.20" 
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SITE 1 DETAIL: 

SHOWING PROPOSED CONCRETE REEF 
VESSEL REEF AND SURROUNDING 
PREVIOUS DEPLOYMENT SITES 
FOR 

ST. LUCIE COUNTY 


BOARD OF COUNTY COMMISSIONERS 
SAINT LUCIE COUNTY, FLORIDA 

PUBLIC WORKS DEPT., ENGINEERING DIVISION 


2300 VIRGINIA AVE., 
TELEPHONE 


FORT PIERCE, FLORIDA 34982 
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